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BIRDWATCHER 


E, hydraulic fluid film on drift sight globe -repaired small 
BRAKE LINE LEAK IN NOSE SEC. washed excess oil out with 
ALCOHOL. ATTITUDE GYRO OFF FLAG OUT INTERMITTENTLY- REPLACED 
ATTITUDE GYRO 0 
F r. NONE 


G. NONE 
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